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Message Text 



CONFIDENTIAL 

PAGE 01 BOGOTA 05707 12I80IZ 
44 

ACTION INSE-00 

INEO OCT-OI VO-03 ADP-00 PASS-00 /004 W 

066495 

P I2I650ZJUL73 

PM AMEMBASSY BOGOTA 

TO SECSTATE WASHDC PRIORITY 8401 

CONPIDENTIAL BOGOTA 5707 

E.O. 11652: GDS 
TAGS: CVIS, CO 

SUBJECT: MALPUNCTION OF TODD PROTECTOGRAPH 

PASS TO INS MIAMI, INS NEW YORK, AND INS SAN JUAN 

ONE OP EMBASSY'S TODD PROTECTOGRAPH MACHINES IS OUT OP ORDER. 
OTHER HAS MALFUNCTIONING NUMBERING DEVICE. BEGINNING JULY 12, 1973 
UNTIL MACHINE(W), VISA NUMBERS WILL BE HAND-LETTERED. EMBASSY 
WILL ADVISE WHEN ABOVE EMERGENCY PROCEDURES TERMINATED. 

WHITE 

NOTE BY OC/T: BOGOTA 5707 PASSED INS MIAMI. 

NOT PASSED NEW YORK AND SAN JUAN. 

CONPIDENTIAL 



NNN 
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